
“Axjr'r'TP'” “ HEREFORD.’ 

haphael Tuci & Lons’ IipTTE [Regd.] Postcard 7010. 

ART PUBLISHERS TO THEIR MAJESTIES THE KING * QUEEN. 



Victoria Bridge is an excellent example of the suspen¬ 
sion type. It is built of steel and iron, resting on concrete (FOR ADDRESS O.M Y.) 

piers, with a central span of no feet, and two end spans of 
40 feet each. It was erected by public subscription in | 
commemoration of the record reign of Queen Victoria. 
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